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Message Text 

UNCLASSIFIED 

PAGE 01 PARIS 04521 141741Z 
ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-06 MED-03 /028 W 

142041Z 036447/46 

R 141752Z FEB 77 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 9736 

UNCLAS PARIS 04521 

E.O.l 1652: N/A 

TAGS: OGEN, ETRD, TBIO, FR 

SUBJECT: DEFECTIVE OXYGENATOR SUPPORT CLAMP ASSEMBLY 
(RECALL T-029-7) 

REF. STATE 026127 

1 . REFTEL REQUESTED POST CONTACT ETABLISSEMENTS PAUL 
LOUIS, ZONE TNDIJSTR TELLE, 95310 ST OUEN L'AUMONE TO 
DETERMINE IF CONSIGNEE HAD RECEIVED PRODUCT NOTIFICATION 
DATED DECEMBER 15' 1976, CONCERNING THE OXYGENATOR 
SUPPORT CLAMP ASSEMBLY MANUFACTURED BY WILLIAM HARVEY 
RESEARCH CO., 1940 EAST OCCIDENTAL STREET, SANTA ANA, 

CALIFORNIA 92707. 

2. POST CONTACTED MRS. DZIKOWSKI, MARKETING MANAGER 
OF ETS. PAUL LOUIS, WHO STATED THAT THE PRODUCT NOTIFI- 
CATION HAD BEEN RECEIVED LATE DECEMBER 1976. 

3. NO MALFUNCTION HAD BEEN REPORTED. 

RUSH. 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL EQUIPMENT, RECALLS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 14-Feb-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977PARIS04521 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770052-0628 
Format: TEL 
From: PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770244/aaaabmyj.tel 

Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 005acec6-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION HEW 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 26127 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29-Oct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3327822 
Secure: OPEN 
Status: NATIVE 

Subject: DEFECTIVE OXYGENATOR SUPPORT CLAMP ASSEMBLY (RECALL T-029-7) 

TAGS: OGEN, ETRD, TBIO, FR, US 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/005acec6-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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